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FIRE PREVENTIO1 PAND P 
IN GOYERNM NT. oie 4D 


Recent fee. ing Gevernment buildings 
caused consider “newspaper comment 
relative to the degree to which precau- 
tions are being taken to provide safety 
for the buildings, their occupants, record 
storage, and other valuable contents. 
While the fire record for Government 
buildings has been, in general, compara- 
tively favorable, it is known that hazards 
exist in them that may cause loss of 
life, valuable records, and large damage 
to structures that often are of monu- 
mental type. 

Realizing this situation, representatives 
of the different departments and estab- 
lishments at a meeting called by the Sec- 
retary of Commerce formed an organi- 
zation to function in informative and 
advisory capacity on matters of fire pre- 
vention and protection arising in con- 
nection with Government activities. 
This includes such subjects as exit re- 
quirements for buildings, protection of 
records, elimination of fire hazards, fire 
detecting and extinguishing equipment, 
and fire alarm and patrol service, in so 
far as not covered by other interde- 
partmental agencies. It was further 
decided that the given organization 
should serve as a means of contact 
between the agencies within the differ- 
ent Government units that are charged 
with similar activities. 

The group, later organized as the Fed- 
eral Fire Council with the Director of 
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Weathering of special window glasses. 

Ultra-violet radiation from gas stoves. 

Value of addition agents in copper electro- 
typing solutions. 

Paper-coating minerals and adhesives. 

Preparation of fiber test sheets. 

The influence of splitting on the strength of 
leather. 

Aeronautic radio research. 

New, fo Hi publications issued during 


ose put ‘ar gpeaeieee 


the Bureau of Standards as chairman, 
functions through committees of which 
one on fire hazards and another on 
apparatus and devices have been organ- 
ized. Committees on inspection and 
interdepartmental cooperation, and on 
fire record have been authorized but not 
as yet fully organized While the period 
since the first meeting last April has 
been mainly given over to organization 
and other preparatory details several 
requests for assistance have received 
attention These include a preliminary 
survey of 12 institutions under the con- 
trol of the board of public welfare of the 
District of Columbia, with report giving 
recommendations for structural better- 
ment and installation of fire protective 
equipment. Consideration was. also 
given to the protection required for the 
Patent Office records in the new Com- 
merce Building. 


FURNACE FOR FIRE TESTS OF WALLS 
AND PARTITIONS 


A new furnace for conducting fire 
tests of wall and partition constructions 
has been completed to replace one that 
had been in use for a number of years. 
An appropriation of $22,000 was granted 
for moving the structural framing of 
the old shelter and furnace to the new 
location and for their reerection with 
suitable inclosure. The walls, roof, and 
floor of the new shelter are of reinforced 
concrete designed to withstand acciden- 
tal explosive pressure from within of 
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600 lbs./ft.” before failure occurs. Win- 
dow openings on three sides, filled with 
steel sash and plain glass, cover about 
30 per cent of the wall area, and it is 
expected that the window construction 
will be forced out before pressures of 
60 lbs./ft.2 are developed, and thus re- 
lieve the pressure within the building 
before attaining intensities that would 
cause collapse of main structural mem- 
bers. The fuel used in the furnace is 
gas, and while safety measures have been 
incorporated in the installation to make 
remote occurrence of explosive mixtures 
or explosions within the inclosure and 
the furnace, it was nevertheless deemed 
advisable to provide the given structural 
features. The added cost over ordinary 
construction was quite small and was 
incurred mainly in properly disposing 
the reinforcing steel, providing brackets 
on beams and wide fillets or splays on 
the interior sections of columns to give 
the needed tensional resistance. Ten- 
sional resistance in the opposite direction 
must also be provided to resist stresses 
from rebound after high pressure from 
the inside. Provision must also be made 
to resist the uplift by means of floor 
reinforcement and proper design of 
foundation. 

That extreme proportions of members 
are not required to attain the higher 
resistance outlined above is shown by 
the fact that walls are only 8 inches 
thick for center to center distance be- 
tween columns of 26 feet, and the roof 
slab is 4 inches thick supported on 12 
by 14 inch beams, 5 feet apart, and 
spanning a maximum distance of 29 feet 
8 inches, center to center of trusses. It 
is believed that similar principles of de- 
sign can be applied to advantage in 
designing commercial and _ industrial 
buildings in which explosive pressures 
may occur. The life loss from such ex- 
plosions is caused more generally by the 
accompanying building collapse than by 
direct temperature and force effects. 
Wood, masonry, and concrete buildings 
as ordinarily constructed can generally 
not withstand pressures over 100 lbs./ft.’ 
before collapse occurs. 

The furnace is designed to accommo- 
date specimens 10 to 11 feet high, and 
16 feet wide. The walls or partitions 
to be tested are built within heavy mov- 
able frames and are placed for the fire 
test so as to form one side of the furnace 
chamber. Partitions and walls are 
tested either restrained and nonbearing 
to stimulate conditions where they are 
built between heavy columns and floor 
members in fire-resistive buildings, or 
they are tested under nominal working 
loads. In the present equipment the 
load is applied by means of four hy- 
draulic jacks resting on the bottom mem- 
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ber of the restraining frame and sup- 
porting a steel member on which the 
construction to be tested is built. Loads 
up to 400,000 pounds can be applied 
before, during, or after the fire, or fire 
and water test. In addition, heavy walls 
are tested unrestrained, a condition ob- 
tained by leaving a space at the sides 
and top between the containing frame 
and the wall to be tested. This allows 
the wall full freedom to expand and 
deflect and simulates conditions for walls 
in the top story and also in lower 
stories where the interior framing is 
light and not anchored to the wall. 

The fire exposure is obtained by means 
of 92 Venturi tube induction-type burn- 
ers distributed over the back of the 
chamber opposite the wall to be tested. 
The design of these burners was devel- 
oped for the requirements presented by 
this furnace, which include uniformity 
of temperature over the test wall with 
absence of directly impinging flames. 
In these burners the air required for 
combustion is drawn in at the cold end 
of the burner by the gas jet without aid 
of air compressor or fan. The large 
gas consumption, 16,000 to 20,000 cubic 
feet per hour, necessitated a new gas > 
connection to the street main and a gas 
booster in order that this amount might 
be delivered to the burners at the re- 
quired pressure. 


SEAMS FOR COPPER ROOFING 


Sheet copper has been used as a 
roofing material for hundreds of years. 
In the course of this time some five or 
six types of seams for joining the sheets 
have been proved by experience to be 
suitable for copper roofing. Two of 
these types formed the main subject of 
an investigation recently completed by 
the bureau. 

On many old buildings with copper 
roofs the seams are calked with a white 
lead and linseed-oil mixture. A notable 
example is the statehouse in Boston. 
Although these calked seams have given 
very satisfactory service, an exact meas- 
ure of their waterproof qualities has 
not previously been made. Leakage 
tests on both new and old seams showed 
that this type of seam can be used wher- 
ever the depth of water which may re- 
main standing for several days on the 
roof will not exceed 4 inches. This 
depth rarely occurs except in gutters. 
A small section of seam removed from 
a roof after many years of service stood 
continuously for 45 days under 12 inches 
of water without any signs of leaking. 

Many divergent opinions concerning 
soldered seams are held by experienced 
roofers. An elaborate series of tensile 
tests on 800 specimens was made in order 
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to settle the question in issue and show 
how to obtain the strongest seams. 
Most roofers will use only killed acid 
flux. While this may possibly be justi- 
fied from the standpoint of convenience 
in soldering, the*tests showed that resin 
flux and a prepared commercial flux gave 
equally strong seams. Perhaps the most 
disputed point is the question whether 
flat-lock seams require large amounts of 
solder on the upper surface in order to 
give the maximum strength. It was 
found that the strength was increased 
by using larger quantities of solder, but 
the increase was slight. However, by 
pretinning—that is, dipping the edges of 
the sheets to be joined in flux and then 
in molten solder or tin—the maximum 
strength was obtained. Pretinned seams 
were very much stronger than those not 
pretinned even though made with large 
amounts of solder. 

Another question is the effect of con- 
tinuous load on a soldered seam. This 
was studied by suspending heavy loads 
from small sections of seams for periods 
of less than 1 to nearly 300 days. The 
results indicate that a soldered lap seam 
can sustain a load of about 350 lbs./in.” 
of seam indefinitely without failure. The 
limit for pretinned one-half inch flat 
lock seams was found to be about 375 
Ibs:/in.. These values can be employed 
to design seams for the conditions under 
which they are to be used. The bureau 
recommends that a factor of safety be 
adopted, since it is not possible properly 
to inspect a finished seam. 

This investigation will be more fully 
described in the September number of 
the Bureau of Standards Journal of 
Research. 


WELDED COLUMN BASES 


Fusion welding is coming into use for 
fabricating steel structures. One field 
where this process can be used to ad- 
vantage is to join the comparatively 
small pieces required for the base of a 
column. The base is necessary to dis- 
tribute the load carried by the column 
- over the weaker concrete footing. If 
the base is fabricated by riveting, it is 
necessary to use eight or nine short 
pieces of rolled angles or plates. Only 
three pieces of rolled plate are needed 
for the welded base. 

Tests made at the bureau in coopera- 
tion with the American Bridge Co. 
showed that the welded base was prac- 
tically as strong as the strongest type 
of riveted base. As the welded base is 
believed to be both lighter and cheaper, 
this modern method of fabricating steel 
will probably be used extensively in the 
future for making columns for the sub- 
ways in our large cities. 
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This work will be discussed in greater 
detail in the September number of the 
Bureau of Standards Journal of Re- 
search. 


WIND PRESSURE ON CHIMNEYS 


One of the major elements determining 
the cost of a large chimney or stack is 
the amount of wind pressure which it is 
to withstand. Many specifications are 
drawn up in which the chimney is re- 
quired to withstand a wind of 100 miles 
per hour, but since there are all sorts 
of opinions and little knowledge as to 
the pressures imposed by a wind of this 
amount, different bidders often design 
for different loads and therefore do not 
bid on structures of the same strength. 
In many instances it is felt that the 
values of wind pressure used are too 
high, thus increasing the cost without 
corresponding benefit. 

For several years an investigation of 
the wind pressure on chimneys and other 
cylindrical structures has been in prog- 
ress at the bureau. Model testing in 
wind tunnels does not give a satisfactory 
answer in this instance, and it has been 
necessary to supplement these tests by 
measurements on large structures in 
natural winds. The investigation showed 
that the wind pressure is a function of 
the ratio of the height of the chimney to 
its diameter and that a wind pressure 
corresponding to 20 lbs./ft.” of projected 
area at a wind speed of 100 miles per 
hour is a safe value to use in designing 
chimneys of which the exposed height 
does not exceed ten times the diameter. 

This investigation will be discussed at 
greater length in the September number 
of the Bureau of Standards Journal of 
Research. 


CONSTRUCTION ACTIVITY DURING 
MAY, 1930 


The value of construction contracts 
awarded in 37 States during May, 1930, 
as reported by the F. W. Dodge Corpo- 
ration, amounted to $457,416,000, a de- 
crease of 22 per cent as compared with 
May, 1929, when contracts were valued 
at $587,766,000. 

Contracts awarded for public works 
and utilities and nonresidential construc- 
tion for the first five months of 1930 are 
about equal to the corresponding period 
of 1929, and substantially larger than 
the 1925-1929 average. However, resi- 
dential contracts during the first five 
months fell to about one-half those dur- 
ing the same period last year. This 
brought the total contracts for the first 
five months 18 per cent below the same 
period in 1929. 


78 


TECHNICAL NEWS BULLETIN 


CHANGES IN VOLUME OF BURNED | EFFECT OF VARIATIONS, IN COMPO- 


CLAY BODIES 


The Columbus branch of the bureau is 
conducting an investigation of the 
change in volume of burned clay bodies 
resulting from the autoclave treatment, 
and is comparing this change with that 
produced by actual weathering outdoors 
and storing in a damp jar over water. 
Five bars of each of several com- 
mercially fired bodies were subjected to 
a 3-hour autoclave treatment under a 
steam pressure of 150 lbs./in.” and their 
changes in length noted. The absorp- 
tions of these bars were determined after 
the autoclave treatment. A correspond- 
ing set of five bars of each body was 
placed on a single story roof outdoors 
and another set was placed in a closed 
container over water. The changes in 
length of these bars as recorded after 
the first six months (from June to 
December) and after the second six 
months (from December to June) are 
given below with each value representing 
the averages of the five bars. 

A buff wall tile body expanded 0.057 
per cent in the autoclave; 0.016 per cent 
in 6 months outdoors; 0.009 per cent in 
6 months in a damp jar; 0.032 per cent 
in 12 months outdoors; and 0.025 per 
cent in 12 months in a damp jar; and 
had an absorption of 6.6 per cent. 

A white wall tile body expanded 0.069 
per cent in the autoclave; 0.053 per cent 
in 6 months outdoors; 0.053 per cent in 
6 months in a damp jar; 0.053 per cent 
in 12 months outdoors; and 0.070 per 
cent in 12 months in a damp jar; and had 
an absorption of 15 per cent. 

A soft fired terra cotta body expanded 
0.056 per cent in the autoclave; 0.030 
per cent in 6 months outdoors; 0.025 
per cent in 6 months in a damp jar; 
0.034 per cent in 12 months outdoors; 
and 0.043 per cent in 12 months in a 
damp jar; and had an absorption of 12.5 
per cent. 


A white semivitreous dinner-ware 
body expanded 0.071 per cent in the 
autoclave; 0.063 per cent in 6 months 
outdoors; 0.053 per cent in 6 months in 
a damp jar; 0.072 per cent in 12 months 
outdoors; and 0.076 per cent in 12 
months in a damp jar; and had an ab- 
sorption of 9.6 per cent. 

An ivory semivitreous dinner-ware 
body expanded 0.065 per cent in the 
autoclave; 0.063 per cent in 6 months 
outdoors; 0.048 per cent in 6 months in 
a damp jar; 0.086 per cent in 12 months 
outdoors; and 0.078 per cent in. 12 
months in a damp jar; and had an ab- 
sorption of 7.8 per cent. 


SITION ON PROPERTIES OF VIT- 
REOUS ENAMELS 


It is customary to express the com- 
positions of enamels in terms of the 
percentages of the various constituents 
(mostly oxides), no attempt being made 
to indicate the actual chemical consti- 
tution, for lack of knowledge on that 
point. There is considerable evidence, 
however, that enamels which have vir- 
tually identical ultimate chemical com- 
positions may sometimes differ markedly 
in properties, provided different combina- 
tions of raw materials are used. Thus 
the sodium content of an enamel, cus- 
tomarily expressed as Na,O, may be 
derived from the carbonate and the 


nitrate of soda, borax, feldspar, and 
other sodium-bearing raw materials. 
Obviously, the proportions in which 


these materials are used may be varied 
without disturbing the resultant sodium 
content of the enamel. 

It was considered important to learn 
something more definite about the effects 
of variations in raw materials on the 
properties of enamels of given composi- 
tion before attempting to correlate the 
compositions with quantitatively deter- 
mined properties. Using analyzed raw 
materials, two enamels were prepared 
having the same calculated ultimate com- 
position but different batch compositions. 
Cone deformation tests showed a dis- 
tinct difference in fusibility between the 
two enamels. There was also a detect- 
able difference in the indices of refrac- 
tion. To indicate whether these differ- 
ences might be due to a state of arrested 
reaction in one or both of the enamels, 
additional heat treatment was given in 
platinum crucibles at the temperature of 
preparation (1,250° C.). The initial 
melting occupied about 1 hour, and the 
additional treatment was carried out 
over periods of 4, 6, and 12 hours, re- 
spectively. The cone deformation tem- 
perature of each enamel remained vir- 
tually unchanged throughout these tests, 
and the indices of refraction were still 
different at the end of the 12-hour treat- 
ment. Hence, the difference in proper- 
ties between the two enamels appears to 
be due to some more stable condition 
than mere arrested reaction. The com- 
positions of the differently treated frits, 
as determined by chemical analysis, will 
have to be considered before drawing 
final conclusions. 

Several samples of chrome ore are 
included in the bureau’s investigation of 
the linear thermal expansion of special 
refractories to 1,800° C. Some data on 
expansion of Imperial (Rhodesian), 
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African (friable), Grecian, and Indian 
chrome ores have been obtained. These 
ores all have the same characteristic 
expansion; namely, when tested from 20° 
to 1,000° C. in a neutral to oxidizing 
atmosphere, the rate of expansion of 
specimens fired at cone 23 (approxi- 
mately 1,580° C.) is uniform throughout 
the entire temperature range, and the 
total expansion at 1,000° C. is between 
0.7 and 0.85 per cent. However, under 
reducing conditions the rate of expan- 
sion increases greatly, and in the case 
of the African ore the increase is enor- 
mous. For comparative purposes the 
following table gives the average coeffi- 
cient of linear thermal expansion from 
20° to 1,000° C. of the materials in a 
(1) neutral to oxidizing atmosphere and 
in a (2) reducing atmosphere. 


Kind of atmosphere 


Kind of ore 
Oxidizing | Reducing 
ibioleeit hs ee ie ere 7.29X10-6 | 17.45x<10-8 
PATTICAN Sos eee nee Tae 8.5110-8 | 39.0110-% 
Grecians = seo 8.32X<10-8 | 10.0610-6 
Tndian. cower yea...) 7.29X10-8 | 15.91X<10-6 


The total expansion of the African ore 
was 4.8 per cent at 1,030° C. (reducing 
atmosphere.) After cooling it was found 
that the specimen had increased approxi- 
mately 4.3 per cent in length. 

The specimens of Imperial, Grecian, 
and Indian ores, which were heated in 
the testing apparatus to 1,800° C. (re- 
ducing atmosphere only), showed initial 
contraction at approximately 1,300° C. 
and contracted rapidly between 1,400° 
and 1,800° C. The maximum expansion 
of the Imperial ore was 1.93 per cent, 
obtained at 1,200° C.; the Grecian ore, 
1.16 per cent, obtained also at 1,200° C.; 
and the Indian ore, 1.83 per cent, 
obtained at 1,300° C. 

The specimen of Imperial ore fired at 
cone 23 and heated to 1,800° C. was 
tested a second time. The maximum 
expansion, 1.20 per cent, was obtained at 
1,430° C. Although the specimen began 
to contract after reaching this tempera- 
ture and continued to do so to 1,800° C., 
the rate of contraction was decidedly 
lower than in the initial test. At 1,800° 
C. the total expansion was 0.82 per cent. 
The average coefficient of expansion 
from 20° to 1,430° C. is 8.5X10~°. 

The petrographic examination of these 
ores after firing at cone 23 (1,580° C.) 
and after heating in a reducing atmos- 
phere either to 1,000° C. or to 1,800° C. 
showed no change in composition, 
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ACCELERATED WEATHERING OF 
LETTER-BOX ENAMELS 


Two samples of olive-green letter-box 
enamels were tested for durability for 
the Post Office Department. One 
showed bad checking within 14 days, 
while the other was free from checking 
or cracking within the same period. In 
purchasing this enamel the Post Office 
Department for the fiscal year beginning 
July 1, 1930, has adopted and has printed 
the accelerated method of test as a part 
of the specifications. This is the first 
Government department, so far as is 
known, to use this method of test as 
a printed requirement of their specifica- 
tions. They require that 2-coat job of 
enamel, when exposed in the accelerated 
cycle (as used at the Bureau of Stand- 
ards) for 14 continuous days, shall show 
no color fading, checking, cracking, 
chalking, and not over a slight loss of 
gloss. The preparation of the panels 
and the method of test are described in 
detail. These enamels are pigmented 
oleoresinous varnishes that are used on 
letter boxes out of doors. They must be 
very durable, and a chemical examina- 
tion of the enamel, especially of the var- 
nish vehicle, is of little use in predicting 
durability. The 14-day requirement that 
the coat of enamel shall be free from de- 
is based on a large number of 
exposure tests, both outdoors and in the 
accelerated test. The requirement is 
reasonably severe, so as to allow only 
high-grade enamels, In one exposure 
test 6 out of 22 enamels from as many 
different manufacturers passed the test. 


DETERMINATION OF OSMIUM 


It is believed that the new method for 
the determination of osmium (mentioned 
in Technical News Bulletins Nos. 156 
and 157), as now completely developed, 
successfully overcomes the difficulties 
which have heretofore been experienced 
and offers a simple and accurate means 
for the determination of this metal. 

The method may be briefly described 
as follows: Osmium tetroxide separated 
from other metals by distilling with 
nitric acid is absorbed in 6 N hydro- 
chloric acid saturated with sulphur 
dioxide and contained in two receiving 
flasks attached to the distilling flask by 
ground joints. After the distillation is 
complete the receiving solution is trans- 
ferred to a beaker and evaporated on 
the steam bath. The residue, which will 
not go quite to dryness because of the 
presence of sulphuric acid formed by 
oxidation of the sulphur dioxide by the 
osmium tetroxide and nitric acid which 
were distilled into the solution, is 
digested for 15 minutes with a small 
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amount of strong hydrochloric acid. 
The solution is again evaporated and 
the digestion with hydrochloric acid 
repeated. After evaporating once more 
the residue is diluted with water to about 
150 ml and the solution heated to boil- 
ing. A few drops of brom phenol blue 
are added and then a dilute solution of 
sodium bicarbonate until the alkaline 
color of the indicator appears (about 
pH 4). At this alkalinity the osmium is 
completely precipitated as hydrated 
osmium dioxide, which is well coagu- 
lated on boiling for five minutes. The 
precipitate is filtered off on a Gooch or 
preferably a Munroe crucible and washed 
with hot 1 per cent ammonium chloride 
solution. After the washing is completed 
the residue is moistened with saturated 
ammonium chloride solution. This 
treatment completely prevents the tend- 
ency of the dioxide to deflagrate on 
subsequent ignition. The crucible is 
covered with a Rose lid and a slow 
stream of hydrogen introduced. Heating 
is done cautiously until the ammonium 
chloride has been volatilized, after which 
the crucible is heated to bright redness. 
Heating is continued at this tempera- 
ture for a few minutes, after which the 
crucible is cooled in the current of 
hydrogen. When the crucible is at room 
temperature the current of hydrogen is 
displaced by a current of carbon dioxide, 
care being taken that no air is admitted. 
After the current of carbon dioxide has 
been passed for a few minutes the 
crucible is weighed. Osmium is thus 
weighed as metal and the results 
obtained with careful work are very 
precise. 


DIMENSIONAL CHANGES IN GLASS RE- 
SULTING FROM HEATING CYCLES 


In obtaining expansivity curves for a 
medium flint glass, samples of the glass 
were tested which had previously re- 
ceived one or another of several differ- 
ent heat treatments. In these tests 
heating cycles were employed which 
made it possible to determine the mag- 
nitude of the so-called permanent 
changes in length which are caused 
either by the annealing or the disan- 
nealing which may result from the heat 
treatment imposed on the glass by the 
heating cycles employed. Annealing de- 
creases the length and specific volume, 
while disannealing increases them. 
These effects are related to certain ice- 
point shifts observed in thermometers, 
and to other effects sometimes observed 
in various types of glassware. 

This investigation will be described in 
greater detail in the September number 
of the Bureau of Standards Journal of 
Research. 
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WEATHERING OF SPECIAL WINDOW 
GLASSES 


Over 18 months ago the bureau called 
attention to the fact that the special 
window glasses which are used to trans- 
mit ultra-violet radiation undergo a 
greater decrease in transmission when 
exposed to the mercury arc than when 
exposed to the sun and that further ex- 
posure of these glasses to the sun, after 
exposure to the mercury lamp, increases 
the ultra-violet transmission to a higher 
value than the minimum attained by pro- 
longed exposure only to the sun. This 
overshooting in transmission, which 
ranged from 1 to 6 per cent above the 
minimum attained by exposure only to 
sunlight, was found in 17 out of 20 sam- 
ples of different makes of glass, includ- 
ing the most widely known glasses, such 
as Vitaglass and MHelioglass. It was 
then indicated that a further investiga- 
tion would be required to determine 
whether this condition would remain 
permanent on further exposure to the 
hot, summer sun. To this end the ex- 
posure of these glasses to the sun was 
continued and their transmissions deter- 
mined in January and March, 1930. 

During the past month further meas- 
urements were made on these glasses, 
showing that this overshooting in trans- 
mission is not permanent but increases 
to a maximum, after which it decreases 
again to a value that is closely the same 
as, or somewhat lower than, that at- 
tained by exposure only to the sun. 

Experiments show that the decrease in 
transmission, caused by the action of 
ultra-violet radiation, can be counter- 
acted by maintaining the glass at suit- 
ably high temperature. The rejuvena- 
tion tests, with sunlight transmitted 
through filters, show that wave lengths 
in the region of 365 to 400 my produce 
the greatest rejuvenation, but sufficient 
time has not yet elapsed to determine 
whether this will remain permanent. 


ULTRA-VIOLET RADIATION FROM 
GAS STOVES 


The ordinary gas stove, in which the 
clay radiants are heated to incandescence 
by means of Bunsen gas flames, is an 
excellent source of infra-red radiation. 
But owing to their low temperature these 
radiants, even when covered with special 
materials, claimed to emit ultra-violet, 
do not emit a sufficient amount of ultra- 
violet to merit consideration as a source 
of short wave length ultra-violet radia- 
tion useful for healing purposes. 

This was established at the bureau by 
two independent methods of observation 
which were amply sensitive to detect 
ultra-violet radiation, if emitted. By 
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photographing the spectrum, it was 
established that the intensity of the 
ultra-violet emitted by a gas stove is 
less than 1/800000 that of similar ultra- 
violet wave lengths in sky radiation. 

By means of a sodium in quartz photo- 
electric cell, it was found that at a dis- 
tance of 50 cm from a radiant heater, 
the ultra-violet emitted was less than 
1/100000 of the ultra-violet of wave 
lengths less than 313 my contained in 
noon hour June sunlight. 


VALUE OF ADDITION AGENTS IN COP- 
PER ELECTROTYPING SOLUTIONS 


In the manufacture of copper electro- 
types for the printing industry, various 
addition agents are used in the solutions 
in order to permit more rapid deposition 
and to produce harder deposits of cop- 
per. A recent investigation at the bu- 
reau has shown that of the substances 
which may be used for this purpose, 
phenol (carbolic acid) is most effective. 
When a small amount of this substance 
(in the form of a compound with sul- 
phuric acid) is added to the solutions, 
deposits can be produced under favor- 
able conditions in about one-fourth the 
time commonly used in electrotyping. 
Such deposits are also harder than those 
obtained without any addition agents 
and, therefore, will give better service 
on the printing presses. 

This work will be described in detail 
in the September number of the Bureau 
of Standards Journal of Reséarch. 


PAPER-COATING MINERALS AND AD- 
HESIVES 


As a result of the interest manifested 
among manufacturers in the investiga- 
tion on Use of Glue in Coated Paper 


(Technologic Paper No. 323) other 
paper-coating materials have recently 
been studied. The purpose of the in- 


vestigation was to keep the public in- 
formed of new developments in raw 
materials and promote the use of do- 
mestic resources, which would become 
very important in the event of any dis- 
turbance limiting the supplies of foreign 
origin. In the later study 4 different 
coating clays, 2 foreign and 2 domestic, 
and 1 commercial compound of domestic 
diatomaceous earth were the minerals 
employed. Three types of high-grade 
commercial adhesives—casein, glue, and 
modified starches—were used. The tests 
were confined to papers suitable for 
high-grade printing. The coating pro- 
cedure was similar to the commercial 
practice employed in applying a single 
coating to paper. 

The clays worked satisfactorily with 
the different adhesives, the domestic 
clays comparing favorably with the 
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foreign, but the coating of diatomaceous 
earth did not adhere well to the paper. 
It was believed that the loss of adhesive- 
ness was due to the high alkalinity of 
the mineral. 

Relative to the comparative quality of 
the adhesives as paper-coating materials, 
the tests indicate that the starches may 
not have as good adhesive quality as 
casein or glue, but all coatings contain- 
ing 18 parts of starch per 100 parts of 
clay were well bound to the body papers. 
Graded as to their clay suspending prop- 
erty the adhesives are rated in the fol- 
lowing order: Starch, casein, and glue. 

Printing tests of the papers were made 
at the Government Printing Office which 
used their regular half-tone process. 
Equally good results were obtained with 
the American and foreign clays, and with 
the three different kinds of adhesives. 
Both the starch and glue coatings, how- 
ever, had less water resistance than the 
casein coatings and, therefore, would 
possibly not be suitable for lithographic 
processes requiring a high degree of 
water resistance. 

A complete report of this investigation 
is being prepared for publication. 


PREPARATION OF FIBER TEST 
SHEETS 


The need in the paper-making research 
at the bureau for a laboratory test that 
is analogous to paper-mill processes has 
led to the construction of a suction sheet 
machine and the development of a 
method of preparing fiber sheets. The 
test procedure relates to the forming of 
the sheet on the mold and the subsequent 
operations of couching, pressing, and 
drying. A complete description of the 
equipment and technique employed in 
forming the sheets is given in the Bu- 
reau of Standards Journal of Research, 
Vol. 5, No. 1, p. 105; July, 1930 (Re- 
search Paper No. 190). 

The construction of an agitator for 
defibering the pulp samples, and of a 
sheet mold, both of which were devised 
especially for use in making the test 
sheets, is described in detail. Experi- 
mental data are included on the relative 
efficiency of blotters and felts in remov- 
ing the sheets from the wire screen on 
which they are formed and in absorbing 
the excess moisture from the sheets. 

Test data on the finished papers show 
that the fibers are uniformly distributed 
in sheets made by the method described, 
and that the different sheets of a series 
made from a given sample of stock are 
in close agreement and can be duplicated 
as desired. The personal equation is 
reduced to a minimum and comparable 
results are obtained by different opera- 
tors. The size of the finished sheets is 
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adequate to supply specimens for each 
kind of test ordinarily made to evaluate 
the quality of paper: 

The results obtained warrant the view 
that the method is practical and is use- 
ful for mill control or paper-making 
research. 


THE INFLUENCE OF SPLITTING ON 
THE STRENGTH OF LEATHER 


In the manufacture and use of leather, 
splitting the hide in order to secure 
leather having a uniform and definite 
thickness is a common practice. Grain 
upholstery and upper leathers made from 
steer hides are examples of = split 
leathers, the thickness of which repre- 
sents from 25 to 35 per cent of the total 
thickness of the leather made from the 
hides. 

In many other cases where approxi- 
mately the full thickness of leather pro- 
duced is used, it is often necessary to 
split off certain portions of the flesh 
fibers in order to obtain an even thick- 
ness. The effects of these splitting 
operations have been studied, and the 
results appear to explain the failure of 
some leathers in service. 

A typical example is that of a sample 
of calf upper leather which tore when 
subjected to the tension of the lasting 
operations in the shoe factory. Micro- 
scopic examination revealed -that the 
leather had been split so as to remove 
about one-half of the thickness of that 
originally produced. 

Tests made on several samples of calf 
upper leather showed that grain splits 
varying in thickness from 20 to 37 per 
cent of that of the unsplit portions pos- 
sessed from 34% to 12 per cent of the 
breaking strength of the unsplit por- 
tions. The breaking strength of the cor- 
responding flesh splits varied from 54 to 
70 per cent of that of the unsplit 
leathers. The results of the tests demon- 
strate that grain splits, ranging in thick- 
ness up to about 50 per cent of that of 
the unsplit leathers, have materially less 
strength than either the unsplit or flesh- 
split portions of the same leathers. A 
further serious effect of splitting is that 
the percentage stretch of grain splits, at 
a definite stress, is always much greater 
than for the unsplit leathers. 

Although the removal of a certain 
amount of the _ strength-giving fibers 
from the flesh side of leather generally 
leaves a grain thickness having satisfac- 
tory strength properties for the service 
intended, the manufacturer of leather 
should maintain a careful check on the 
operation in order to avoid unnecessary 
failures of otherwise satisfactory ma- 
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terial when used for shoe uppers, straps, 
bags, upholstering, and transmission 
belting. 


AERONAUTIC RADIO RESEARCH 


Advantage was taken of the severe 
atmospheric prevalent at this time to de- 
termine the minimum power require- 
ments for the runway localizing beacon 
transmitter. A distance range of ap- 
proximately 10 miles is required for this 
beacon under all conditions of radio re- 
ception. A number of tests indicate that 
this distance range is secured, with some 
margin to spare, when using only 100 
watts in each loop antenna, the corre- 
sponding power previously employed 
being 250 watts. This reduction in 
power considerably simplifies the trans- 
mitting circuit arrangement and reduces 
the cost of the localizing beacon instal- 
lation by fully 25 per cent. 

Further improvements were incorpo- 
rated in the automatic volume-control 
device recently developed by the re- 
search division. This device operates to 
maintain constant receiving-set output 
signal intensity regardless of the mag- 
nitude of the input voltage. Its opera- 
tion depends upon the rectification of the 
output voltage and the application of 
this rectified voltage as negative bias on 
the grids of the radio-frequency ampli- 
fying tubes of the receiving set. Any 
increase in the output voltage due to in- 
creasing input voltage is accompanied 
by an increase in this negative bias. 
This serves to reduce the sensitivity of 
the radio-frequency amplifying tubes, 
thereby maintaining substantially con- 
stant output voltage. Increasing input 
voltages are thus accompanied by in- 
creasing negative biasing voltage on the 
radio-frequency tubes. A d,. c. milliam- 
meter reading plate current supply will 
therefore show smaller deflections as the 
receiving-set input voltage is increased. 

When flying on the visual type radio 
range beacon, this milliammeter may be 
used as an approximate distance indi- 
cator. As the distance of the airplane 
from the beacon is reduced the input 
voltage increases, thereby reducing the 
plate meter deflection. The reverse is 
true if the distance of the airplane from 
the beacon increases. Flight tests made 
on this device have demonstrated its 
possibilities, particularly on the runway 
localizing beacon used in the research 
division’s blind-landing system. By vir- 
tue of its use as an approximate dis- 
tance indicator it at once tells the pilot 
whether he is approaching or going 
away from the landing field. 
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NEW AND REVISED PUBLICATIONS 
ISSUED DURING JULY, 1930 


Journal of Research* 


Bureau of Standards Journal of Re- 
search, Volume 3 (RP Nos. 77 to 128), 
bound in cloth, $2.75 (foreign, $3.50). 

Bureau of Standards Journal of Re- 
search, Vol. 5, No. 1, July, 1930 (RP 
Nos. 183 to 193, inclusive). Obtain- 
able by subscription. (See footnote.) 


Research Papers* 
(Reprints from Journal of Research) 


RP177. A gas analysis pipette for diffi- 
cult absorptions; M. Shepherd. Price, 
5 cents. 

RPi79. Blistering phenomena in the 
enameling of cast iron; A. I. Krynitsky 
and W. N. Harrison. Price, 30 cents. 


Simplified Practice Recommendations? 


SPR51-29. (3d ed.) Die-head chasers 
(for self-opening and adjustable die 
heads). Price, 10 cents. 


Commercial Standards? 


CS20-30. Staple vitreous china plumbing 
fixtures. Price, 10 cents. 


Commercial Standards Monthly ” 


CSM. Vol. 7, No. 1, July, 1930. 
tainable by subscription. 
note. 


Ob- 
See foot- 


Technical News Bulletin? 


TNB160. Technical News _ Bulletin, 
August, 1930. Obtainable by subscrip- 
tion. See footnote. 


OUTSIDE PUBLICATIONS 


Tests of coated pipe. Scott Ewing; 
American Gas Journal (New York, 
IN. wy av Ol. 132, No; 5, p. 52; May, 
1930. 

A new consistometer and its applica- 
tion to greases and to oils at low tem- 
peratures. R. Bulkley and F. G. 
Bitner; Journal Rheology (Lafayette 
College, Easton, Pa.), Vol. 1, No. 3, 
p. 269; April, 1930. 


1 Send orders for publications under this 
heading with remittance only to the Super- 
intendent of Documents, Government Print- 
ing Office, Washington, D. C. Subscription 
to Technical News Bulletin, 25 cents per 
year (United States and its possessions, 
Canada, Cuba, Mexico, Newfoundland, and 
Republic of Panama; other countries, 40 
cents). Subscription to Journal of Re- 
search, $2.75; other countries, $3.50. Sub- 
scription to Commercial Standards Monthly, 
$1; other countries, $1.25. 
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Relations between rotatory power and 
structure in the sugar group. XXX. 
The alpha and beta methyl-d-galacto- 
side and their tetra-acetates. J. K. 
Dale and C. S: Hudson; Journal, 
American Chemical Society (Washing- 
ton, Do (CPW olf 62," p. 52584; "1930. 

Action of titanium tetrachloride on deriv- 
atives of sugars. II. Preparation of 
tetra-acetyl-beta-WV-hexyglucoside and 
its transformation to the alpha form. 
Eugen Pacsu; Journal, American 
Chemical Society (Washington, D. 
C.), Vol. 52, p. 2563; 1930. 

Action of titanium tetrachloride on deriv- 
atives of sugars. III. Transforma- 
tion of tetra-acetyl-beta-cyclohexyl- 
glucoside to the alpha form and the 
preparation of alpha-cyclohexylglu- 
coside. Eugen Pacsu; Journal, Amer- 
ican Chemical Society (Washington, 
TDC. Ol. 52, Di 2000s. 1930. 

Action of titanium tetrachloride on deriv- 
atives of sugars. IV. Transforma- 
tion of hepta-acetyl-beta-methyl-cello- 
bioside to the alpha form and the 
preparation of alpha-methyl-cellobio- 
side. Eugen Pacsu; Journal, Ameri- 
can Chemical Society (Washington, 
2)5-C.),, V Ol; 52, py 25723, 1930. 

Analysis of diaphragm system for the 
X-ray standard ionization chamber. 
L. S. Taylor; Radiology (Chicago, 
Til.), Vol. 15, p. 49; 1930. 

Altitude flights during 1929. H. B. Hen- 
rickson; Aero Digest (New York, 
N, °Y.)5 Vole 27, No. 1, p? 635 Suly,; 
1930. 

Construction and acoustics are ma- 
terially and closely related. Paul R. 
Heyl; United States Daily (Washing- 
£011 Doe Cres OL Vi SUING A Z97eD Se. 
August 2, 1930. 

The influence of splitting on the strength 
and stretch of commercial leathers. 
R. C. Bowker and E. S. Olsen; Jour- 
nal, American Leather Chemists Asso- 
ciation (New York, N. Y.), Vol. XXV, 
No. 7, p. 275; July, 1930. 

Permanence standards of printing and 
writing papers. B. W. Scribner; The 
Paper Mill and Wood Pulp News 
(New York, N. Y.), Vol. 53, No. 24, 
p. 4; June 14, 1930, and Vol. 53, No. 25, 
p. 13; June 21, 1930. 

Method of measuring strains between 
glazes and ceramic bodies. H. G. 
Schurecht and G. R. Pole; Journal, 
American Ceramic Society (Columbus, 
Ohio), Vol. 13, No. 6, p. 369; June, 
1930. 

Recent economic effects of simplified 
practice «(Part Il). G. A.”’Cooper; 
Pacific Purchasor (San Francisco, 
Calif,), Vol. 12, No. 7; July, 1930. 
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The future possibilities of the simplified | How Government Standards Bureau 


invoice. G. A. Cooper; Pit and Quarry serves business. George K. Burgess; 

(Chicago, Ill.), Vol. XX, No. 8, p. 31; The Whitney Banks Observer (New 

July 16, 1930. Orleans, La.), Vol. 3, No. 27, p. 1; 
Simplification of consumer food pack- July, 1930. 

ages. W.E. Braithwaite; Kansas City | The city of science sitting on the hill. 

Grocer (Kansas City, Mo.), July, 1930. George K. Burgess; Journal of Elec- 
Building code committee of the U. S. trical Workers and Operators (Wash- 

Department of Commerce. W. K. ington, D. C.), Vol. XXIV, No. 7, p. 


Hatt; Engineering News Record (New 393; July, 1930. 
York, N. Y.), Vol. 104, No. 23, p. 926; 
June 5, 1930. 
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